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Your Minolta X-370s is an easy-to-use microcomputerized singfe-i 倍 ns-refi 哲 x (SLR) camera with 
quart 艺 control of mechanical sequences and shutter speed, providing lasting accuracy 這 nd years 
of 贷 njoyment- 

ミ n its aperture-priority auto-exposure {AE) mode T'AD 了 O" on the cam 色 rah th 贷 X—370s auto— 
magically sets the precise shutter speed, according to the in-camera meter for correct 贷 xposur 負 , 
at the aperture you selected. An AE lock can be used to hold a meter reading and then readjust 
the framing before releasing the shutter. Auto control is maintained even when using mirror 
lenses and close-up accessories such as bellows — not possible with shutter-priority AE systems. 

Creative flexibility exists in the X-370s' match- し ED/full-metered manuai mode: For correct 
exposure at the metered value, simply adjust aperture and/or shutter speed to align blinking and 
glowing LEDs in the viewfinder. Or you can also merely refer to these LEDs — or totally disregard 
them 〜 when making your own settings. 

Flash photography is also simple: just attach a Minolta X-series Auto Electroflash, adjust 
aperture, and shoot. Flash-ready signal is given in the viewfinder, and the shutter is automatically 
set for proper sync, at 1/60 sec. 


Before using lenses, flashes, 白 r other accessories made by companies other than Minolta, 
attach them to the camera and make sure they function properly by taking test photographs 。 
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NAMES OF PARTS 



Camera control contact 


Mmimum-aperture lock {Disengage for use on X- 370s I 























SUMMAf^Y OF OPERATION (Automatic mode) 
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PREPARING TO TAKE PICTURES 

ATTACHING AND REMOVING LENS 


邑呂 dy and lens caps 

Remove body and lens caps as 

shown. 




To attach 


Align the red mounting index on 
the lens barrel with the red index 
on the camera's lens mount. Insert 
the lens bayonet into the mount. 



To remove 


While pressing the lens-release but¬ 
ton, turn the lens counterclockwise 
as far as it will go, then lift It out of 
the mount. 



then turn the lens clockwise until it 
locks into piace with a click. 


• Never set a lens mount-side down unless a rear lens cap is attached; 
otherwi^, its control pins may be damaged. 

• Be careful not to touch anything inside the camera，especially the 
mirror, when attaching or removing lenses. 









賣 ATTERIES AND POWER 


置 att 屋 ti 泛 s 

Use one of ths following types of 
batter 冶 s: 

• Two1 _55V silver-oxide {SR-44: 
Ev 技 ready S-76, EPX-78, or squivj 

• Two 1.5V alkaline-manganese 
(IR44; Ev 技 ready A-76 or equivj 

• One 3Vli か ium に R-1/3N) 


1.Using a coin or similar object, 
unscrew the battery cover counter¬ 
clockwise and remove it. 



2. Wipe the terminals with a clean, 
dry cloth. Hold the batteries by 
their edges and insert them plus (+) 
side up into the sfeeve on the 
inside of the cover. 



• Do not use 1.35V mercury batteries ((VIR44: Eveready EPX-675 or 
equlv.), which are the same shape and size, because their voltage is 
too low. 

• To avoid battery 苗 akage or bursting, do not mix batteries of 
different types, brands ； or ages. 

• Keep batteries away from young children. 





3. Replace the cover and screw h 
in clockwise as far as it will go. 


Main switch 

To operate the camera, slide the 
main switch to "ON". 

When you have finished taking 
pictures, move the main switch to 
"OFF " 化 prevent accidental expo- 
sures and battery drain. (If the 
switch is left on, however, battery 
drain occurs only when the shutter- 
release button Is pressed, so you 
may want to leave it on to avoid 
missing unexpected shots.) 


Shutter-release button 

Touching the shutter-release button 
{with the main switch on) activates 
the camera's meter, viewfinder LED 
display, and exposure-control sys¬ 
tem. The shutter is released when 
the button is pressed all the way 
down. 

The viewfinder LED display will 
remain on for 15 sec. after you 
remove your finger. 


















Battery check 

The camera automatically checks 
battery power when the shutter- 
release button is pressed. 

• When batteries are nearly ex¬ 
hausted, the mode LED !''A" 
or "M") in the viewfinder blinks to 
warn that fresh batteries will soon 
be needed. 

さ When batteries are completely 
exhausted (or not correctly in¬ 
stalled h no LEDs fight and the 
shutter locks. 


Cold-weather operatton 

Since batteries tend to lose power 
as temperature drops, always use 
fresh batteries when photographing 
in cold vv^ather and keep a spare set 
with you, preferably in a warm 
pocket close to your body. Battery 
capacity will be restored when 
temperature returns to normal. 

For prolonged cold-weather use at 
approx- 0°C (32 〇ド } or lower, it is 
recommended to use sifver-oxide 
batteries; if a lithium battery is 
used below approx. 0°C 口 2 。ドいわ 6 
camera may not operate. 





FILM AND FILM SPEED 



cartridge film. Each film has an ISO 
film-speed number which indicates 
the film's sensitivity to light. The 
ISO number is marked on the 
camera's film-speed ring. 

For proper exposure, the cam¬ 
era s film-speed ring must be set to 
the correct film speed. 



Setting film speed 
While pressing the film-speed 
ring release, turn the film-speed ring 
until the desired number lines up 
with the index and locks in place 
when you remove your finger from 
the release. 



下 he film window can be used to 
confirm the type of film currently 
loaded. 


Intermediate settings 





LOADING FILM 

資 efor 旨 opening th 資 camera back, 
mak 泛 sure there is no fiim inside 
the c 召 m 資 ra by checKing the film 
window Ip,12K 

NOT 臣 

• When loading film in a dark place 
or with the lens cap on, loading 
will be easier if the mode selector is 
not set at "AU 下 O"- 



巧 ！ ease knob. Pull up on the knob 
until the camera back springs open. 



the chamber with its projecting 
spool down. Then push the back- 
cover release knob aM the way in, 
rotating it slightly if necessary. 


• Always handle and load film in subdued light or at least shaded 
from direct light by your body. 


参 D 曰 not touch any parts or areas 
inside the camera shown in blue. 








3， Pull out just enough film leader 
to reach the take-up spool. Insert 
the end of the film into a slot on 
the left side of the take-up spool, 
making sure that a hole in the film 
is lined up with the tooth on the 
take-up spool. The sprocket teeth 
should be engaged with holes at the 
bottom of the film. 



operate the film-advance lever until 
the film is wound firmly around the 
take-up spool, the sprocket teeth 
are engaged with holes on both 
edges of the film, and the slack in 
the film is taken up. If the film- 
advance lever stops at the end of a 
full stroke during this procedure, 
release the shutter and continue 
{main switch must be at on). 



pressing It until it locks shut with a 
click. A red "S" should now appear 
opposite the index in the frame 
counter. 
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6. Advance the film and release the 
shutter until the index points to 
"I".A red bar should appear at the 
far left in the Safe Load Signa! 
indicating that film is loaded and 
advancing properly. If it does not 
appear or swings far to the right, 
repeat steps 3 to 色 . 

下 he camera is now ready for taking 
th 資 first picture, provided film 
speed IS set. 


Film-advance lever 

The lever has 30^ of unengaged 
movement to allow swinging it out 
from the camera body so the right 
thumb wiii fit comfortably behind 
it. As the lever is moved an addi¬ 
tional 130° until it stops, the film 
and frame counter advance and the 
shutter is cocked for the next 
色 xposure. 


Safe Load Signal/Frame counter 

As you take pictures and advance 
the film, the red bar in the Safe 
Load Signal gradually moves to the 
right and the rewind crank rotates 
counterclockwise, indicating proper 
film advance. 

Never force the fifm-advance 
lever when it stops and resists 
further movement at the end of th 資 
film, which may be somewhat 
after the common film lengths 
り 2, 20, 24, 3 資資 xposures) shown in 
re 口 m the iVam 資 count 旨 r. The frame 
counter stops advancing after 3 資 
exposu res. 












VIEWFINDER 



毎 Shutter 夕 peed ses!e/ し巨 Ds 

* Glowing LED(s! indicate ： (1)in "A'Msuto) 

mode, shutter speed set by camera (if two 
LEDs glow, camera has set stepless speed 
between the two), and (2) in "M" (manyaO 
mode, the metered speed 

• Blinking し巨 D《at 4Hz) indicates user づ et 
shutter speed in manual mode 

• ' 巧〇"し巨 D blinks at 3Hz as flash-ready 
signal with X-series Minolta Auto Electro¬ 
flashes 

(D 1—4 sec./under-range LED 

• Glows if metered speed is between 1 and 4 
sec. 

• 拉 inks (at 4H2) if outside range 


O B-settlng indicator 


霞 McKle indicators 

M: IVtanual mode 
A: Auto mode 


0 Focusing screen 

Split-image spot, microprism band, and 
Acute Matte field 


蠻 O 的 r-rang 备 LED 

Blinks at 4H 之 （4 times per second) 




PRESHOOTING CHECK 



Seit-tirr»er off? 



- Mod 含 / shutter speed set? 
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TAKING PICTURES IN 

CAMERA SETTIISIGS 



Set mode/shutter-speed selector 
to "AUTO". 



Set lens at dssir 資 d aperture. 


AUTO MODE 

in aperture-priority auto mode, 
ali you need to do is set the desired 
aperture—the camera will automata 
cally select the shutter speed 
needed for proper exposure. 
Viewfinder display 
Before releasing the shutter, com¬ 
pose your picture, focus, and check 
the viewfinder for the following: 

• Is the under-range LED blinking? 
If so, turn the aperture ring 
toward the largest aperture (i.e., 
f/2, f/1.7, or f/1.4, etc.) until the 
LED stops blinking, or increase the 
light level if possible. 

• Is the over-range LED blinking? If 
so, turn the aperture ring toward 
the smallest aperture (i.e., f/16 or 
f/22) until the LED stops biinking. 
If it does not stop, use a neutral- 
density (ND) filter, or reduce the 
tight level If possible. 

• Is an LED on indicating 1/30 sec. 
or slower shutter speed? Using 
slow shutter speeds may result in 


blurred pictures due to camera 
movement. 下 0 correct, turn the 
aperture rmg toward the largest 
aperture (i.e., f/2, f/1.7, f/1.4, 
etc.,) untif the 1/60 sec. LED 
lights. If this is not possible, use 
a tripod {p. 22) or flash (p. 31). 

NOTE 

• In some situations you should use 
the AE Jock (p, 24). 

• if your head is not shielding the 
eyepiece from light when the 
picture is taken (as when using 
se け - timer), attach the eyepiece cap 
ip. 22). 





養 el 色 ctjng ap 居 rtuf 居 

In auto mode, your camera yvlll automat?caHy set the 
precis 資 shutter spe 資 d for proper exposure at the set 
apertur 度 . 巨 yen so, you have considerabie control over 
results and can adjust aperture and shutter speed over 
sizable ranges. 

For good pictures where no particular effect is desired, 
simply set the aperture as indicated in the table. These 
settings wilt provide as much depth of field as possible 
while producing a shutter speed fast enough to stop the 
motion of most suDjects. 

There may be times, however, when you want to 
obtain a particular effect, such as rendering a certain 
range in sharp focus, emphasizing a subject against an 
out-of-focus background, or selecting a specific shutter 
speed. In these cases, you must select the appropriate 
a が rture 始 give the desired depth of field (see p. 28) or 
the desired shutter speed (p. 29). 


Guidelines for typicsJ picture-taking si を lations 


iSO 

Sunny 

来 

Hazy 

Sun 

斬 

H 朗 vy 
Over¬ 
cast 

fh 

Indoors 

.#5 

25 

f/8 

f/4 

f/2 

f/1.4 

64 

f/8 

f/4 

f/2.8 

f/1 A 

100 

f/11 

f/5.6 

f/4 

f/1.4 

160 

f/11 

f/8 

f/5.6 

f/2 

200 

f/11 

f/8 

f/5.6 

り 2 

400 

り 16 

f/11 

f/8 

f/2 , 養 

1000 

f/22 

f/16 

f/11 

f/4 





FOCUSING 




In focus 


The camera's focusing screen has 
a focusing aid consisting of a 
split-image spot surrounded by a 
band of microprisms in the center 
of an Acute Matte field. 

To focus the camera visually, look 
through the viewfinder and turn the 
lens' focusing grip until : 

• Upper and lower subject images in 
the spot are exactly aligned with 
no broken lines between them. 

• Subject image in the microprism 
band does not shimmer or appear 
broken up. 

At this point, the subject image 
within the viewfinder's center 
focusing aid appears clearest and 
seems to biend with that on the 
matte field surrounding it. 

You will probably find that 
focusing is easiest if ： 

• Split-image spot is used for 
subjects having vertical lines. 


Microprism band is used for lenses 
from medium wideangle through 
medium telephoto, especially 
with subjects not having vertical 
lines. 

Matte field is used for longer 
focal-length lenses or for macro or 
other work involving considerable 
lens extension. 


Out of focus 



HOLDING CAMERA Af^O RELEASiNG SHUTTER 

Holding th 資 camera ss shown lets you operat 度 most controls while looking through the camera's gyep‘bce 



Thumb: 

focusing grip, aperture 
ring 

Index; 

focusing grip 

Middle: 

aperture ring 

NGHTHAND 

Thumb ； 

film-advance lever 

Index ： 

巧 od 夏 / s h u tte r-speed 
旨 elec 言 or or shutter- 
release button 

Middle: 

A 巨 lock 



To obtain sharp, blur-free photos, 
hold the camera as still as possible 
and press the shutter-release button 
gently to release the shutter，The 
camera should be steadied against 
your face or body. Always press the 
button with a slow, steady squeeze 
to release the shutter—never a quick 
jab. 

Some ways of holding th 資 camera 
are shown here. If you grasp the 
camera firmly with your right hand 
on its front grip, you can shift It 



vertical (b) pictures without removing 
your hand from its controls. By 
cradling the camera in your left 
hand, you can easily focus and set 
the aperture, then shoot. Fig.fc) 
shows an alternative way to hold 
the camera vertically. 







Eyepiece cap 

When using the camera in auto 
mode or at '' 目''，け your head does 
not shield the eyepiece from light 
(self-timer operation), slide the 
eyepiece cap onto the eyepiece 
frame. This prevents unwanted light 
from affecting exp 白 sure. 

To keep it handy, the eyepi 每 ce 
cap thre 這 ds onto the camera strap 
Ip. 5). 
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REWINDING AND UNLOADING FILM 



1.Press the rewind release on the 2. Unfold the rewind crank and 3. When you are certain that the 
camera bottom. turn it in the direction of the arrow exposed film is completely rewound 


until the red bar in the Safe Load into the cartridge, pull up on the 

Signal moves out of the window to back-cover release knob to open the 

the left. Near the end, you will feel back, then remove the film car- 
tension of the film increase then tridge. 

completely disappear, and the 

crank will then turn freely. 


Never open the camera 
in the Safe Load Signal. 


back when there is any red stilt visible 
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CREATIVE CONTROL 
AE LOCK 
When to use 

Your X-370S' center-weighted 
aveaging metersystem is designed so 
that light from ail parts of the 
viewfinder is measured, but influence 
from a large central area is greatest. 
Thus, when the main subject fills 
most of the frame's center, the meter 
reading should give satisfactory 
exposure. However, when there is a 
great brightness difference between 
the subject and background where 
the main subject does not fill the 
ceter of the frame, the AE lock should 
be used {with camera in auto 
mode). 

Use the A 巨 lock in situations 
where subjects appear dark against 
strong backlighting, such as win¬ 
dows, or against a light background 
of snow or sand; or where subjects 
appear very light against a dark 
background, as when standing in a 
spotlight or shaft of sunlight. 



How to use 


To obtain proper exposure in 
high-contrast lighting situations 
where your subject is on the edge 
of the frame or occupies only a 
small portion in the center, use the 
AE lock as follows: 



1.Shift the camera's position so 
the subject fills most of the frame. 
For small subjects, you may need 
to move closer lor zoom closer). 


蹤规战 £ が迅け 84?1 目 


脚规湖のがぶけ s 425 B 
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2. Press the AE 
down and hold It. 




3. While still holding the AE lock 
down, recompose your picture as 
desired and press the shutter-reiease 
button all the way down to release 
the shutter. 


NOTE 

参 The AE Jock cannot be used in 
manual mode or with the selr-timer. 
•け you wish to change the aper¬ 
ture, do so before pressing the AE 
lock. 

• For precise exposure control 
when using the AE lock with a 
vgriabfe-effectiv 卜 aperture zoom 
fens (such as Minolta 35—105mm 
f/3.5-4.5 MD Zoom), slightly 
adjust the aperture after engaging 
the AE lock to compensate for the 
change when zooming (or do not 
zoom after engaging the lock). For 
exact compensation value, please 
refer to the zoom lens' instruction 
manual. 

• When using む Iters, som 泛 exposur 資 
adjustment may be necessary. 


MANUAL EXPOSURE IViODE 

Sasic setting Viewfinder shows: 



Taking a picture 

In the camera's match-LED manu¬ 
al mode, the manually set shutter 
speed is indicated in the right side 
of the viewfinder by an LED blink¬ 
ing at 4Hz (4 times per sec.I, and 
the metered speed け or the aperture 
and film speed set) is indicated by 
a glowing LED. The manually set 
aperture is indicated in the bottom 
of the viewfinder. To obtain normal 
exposure as metered by your camera, 
simply adjust the aperture and/or 
shutter speed until the blinking and 
glowing LEDs match up. 
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Darken picture 
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Th 邑 r 資 are two ways to do this: 
First set the shutter spe 旨 d selector 
at the d 旨 sired click-stop, then 
turn the aperture ring until no 
LEDs light up other than the LED 
blinking next to the selected 
speed. 

First set the aperture as desired, 
then turn the shuttei"-speed selec¬ 
tor so that the blinking し ED 
matches up with the glowing 
LED . け two し EDs are glowing, 
adjust the aperture ring slightly so 
only one glows. Do not set the 
shutter speed between click-stops. 


Long 每 xposu 巧 at "毎け setting 



When the mode/shutter-speed se¬ 
lector is set at "B", the shutter will 
open when you press the shutter- 
release button and remain open 
until you release the button. 下 his 
makes exposure longer than one 
second possible. A tripod or other 
firm support should generally be 
used. 

The eyepiece cap Ip. 22 ) should be 
used to prevent stray light from 
affecting the exposure. 


NOTE 

• The self-timer doss not operate at 
the " 区 ’’ setting. 

# With fresh batteries at moderate 
temperatures, the maximum long 
exposure is approx.10 hours. At 
lower temperatures, exposure time 
may be shorter. 




DEPTH OF FIELD 
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When a lens is focused on a given 
subject, there is a certain range 
behind and in front of the subject 
which appears sharp. This range is 
called "depth of field ''， and it varies 
according to the aperture set: large 
apertures (e.g., f/1.7) yield a 

shaiiow depth of field rendering the 
background out of focus (example 
A); small apertures (e.g., f/22) give 
greater depth of field with sharper 
background (example B). The depth 
of field can be checked on the lens' 
depth-of-field scale as shown. 

Depth of field also varies with 
subject distance; when the lens is 
focused on a close subject, the 
depth of field is shaiiow; whsn 
focused on a distant subject, the 
depth of field is greater. 












Sometimes the subject or th 資 
effect that you want makes the 
shutter speed more important. To 
set a desired shutter speed when 
using auto mode, turn the lens' 
aperture ring until the LED next to 
the desired shutter speed lights. 

Fast shutter speeds such as 1/500 
or 1 /1 000 sec. can "freeze" action 
{example A). Slow shutter speeds 
such as 1 /2 or 1 sec. can be used to 
emphasize subject flow or motion 
{example B). 








OTHER FOCUSING METHODS 



Distance scale Infrared index 


You may find that in certain For proper focus when using 
situations it is easier to focus by infrared film, first focus your 
estimating the distance to your subject as usual with visible light, 

subject, then aligning the corre- Attach a red filter and turn the 

spending figure on the distance focusing ring to the right to align 

scale with the index, such as ： the point of proper focus on the 

* When taking long exposures or distance scale with the small red 

flash pictures when it is too dark dot (or red "R" on MC and old- 

to focus through the lens. type MD lenses) on the depth-of- 

• If you want to prefocus on your field scale. Set exposure according 

subject, as in quickiy shot candid to the film manufacturer's recom- 

photos. mendations. 










FLASH PHOTOGRAPHY 

Conn 叙 : ting fla#i units 

Cordless 芭 lip- 資 n Hash units, such as the Minolta Auto 
Electroftash 220X_, 200X, 132X and 118X, are attached and 
electricalty connected by simply sliding them into the camera's 
acc 資 ssory shoe. 

Synchro 打 iz 县 tio 巧 

When a Minolta X-series Auto Electroflash is used on 
the camera with its mode/shutter-speed selector at any 
position other than "B", the " 腑 "LED in the viewfinder 
will blink as a flash-ready signal when the flash is turned 
on and fully charged, and the shutter will be automati¬ 
cally switched over to 1/60 sec. when the shutter is 
released, 

け you use an electronic flash other than a Minolta 
X-series Auto ElectrofiasH, the mode/shutter-speed 
selector must be set at "60" to assure complete exposure 
of the film frame. Slower speeds can also be used under 
certain conditions if desired for particular effects. Do 
not use speeds faster than 1/60 sec. (Ke., 1/125 and 
upward!. 

NOTE 

を For more d 爸 tailed instructions, please refer to the 
flash unit’s instruction manu 這 I. 





尚 OTO 只 DRIVE 1 and AUTO WINDER G 
With Motor Drive 1 attached, you can capture the action with single-frame 
or continuous weration at either 2 or 3.5 frames per second. The comfortable 
handgrip has two shutter-release buttons each with a Minolta "touch switch", enabl¬ 
ing full viewfinder readout for either horizontal or vertical framing. 

Auto Winder G lets you focus full attention on the creative aspects of 
photography by freeing you from winding the film after each picture. 
Continuous sequences at up to 2 frames per second are also possible by 
holding down the camera's shutter-release button. 

Both units are designed to attach quickly and easily to your X-370s without 
access caps to remove or store. Their film-advance mechanisms stop auto¬ 
matically at the end of the roll, and film can be easily loaded and unloaded 
without removing the units. 


AUTO ELECT 80 化 ASH 

Taking flash pictures is as simple and easy as ta お打 g normal shots with your camera 
when you use Minolta Auto Efectroflash 220X. This automatic electronic flash unit is 
designed for your camera, featuring dedicated-flash functions that electronically set 
言 he camera for proper X-sync., and 召 ctivate a blinking flash-ready signal in th 谷 
viewfinder when the flash is charged and ready to fire. 

Other features are multiple auto-aperture settings, and Ni-Cd battery power supply. 


TECHNICAL DETAILS 

Type: Electronically controlled 35mm SLR auto- 
exposure camsfa 

Lens mount: Minolta SLR bayonet ほ 4。 rotation angle); 
coupling for full-aperture metering and automatic dia¬ 
phragm control with Minolta MD and MC lenses 
Focusing: Manual on Acute-Matte viewfinder screen 
with split-image and microprism areas 
Exposure control: Aperture-priority automatic ex¬ 
posure control with AE lock function; autoexposure range; 
EV1 to EV18(eg.,1 sec. atf/1,4 to1/1 000 sec. at f/16) with 
ISO 100 film; Manual exposure mode 
Shutter; Quartz-controlled, horizontal-traverse, focal- 
plane type; stepless speeds of 1/1000 to 4 sec. set 
automatically in autoexposure mode, fixed speeds from 
1/1000 to1 sec and 臣 uib. set manuaHy at detented indica¬ 
tions in manual mode; shutter release lock when voltage 
too Sow for proper operation. 

fVletering: TT し center^A/eighted, with silicon photocell 
mounted at rear of pentaprism 

Controls*. ^In switch, selector diai for setting exposure 
mode and shutter speeds, shutter ず elease button, AE 
lock/self-timer switch，and rewind release button, shutter- 
release socket 


Film-speed range: ISO12 to 320 0, set with film speed 
dial that locks at 1 /3-EV increments 
Film advance: Manual by lever with 130° stroke after 
30° unengaged movement, automatic with accessory 
Motor Drive 1or Auto Winder G; release button for 
rewind on camera bottom; advancing-type frame counter 
Viewfinder: Eye-fevel fixed roof mirror shows 95% of 
24 X 36mm film-frame area; magnification ： 0.9X with 
50mm lens focused at infinity 

Viewfinder data display: Mode indication (A or M), 
shutter-speed scale with LED indicators for metered 
speed and manually set speed, over-/under-range し ED 
indicators, "B" setting indicator, flash-ready signs し 
aperture setting, automatic battery check; displays and 
metering activated for 15 sec. by lightly pressing the 
shutter-release button or by engaging the AE lock 
Power ： 下 wo1 .目 V alkaline-manganese, two1.55V silver- 
oxide, or one 3V lithium cefi{s); main switch with on/ 
off settings; mode indicator し巨 D in viewfinder blinks 
to indicate low battery; LED ceases operation and 
shutter locks when voltage is too low for proper 
operation 
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Self-timer: Electronic with 10-sec. delay; cancelable ； 
operation indicated by self-timer LED that blinks at 
2Hz for first 8 sec., then 8Hz for 1 sec., then remains 
on until shutter reteas 污 
Oth 毎む Safe load signal 

浸 iz 授 and weight: 目 - 3/8 x 3-9/16 x 2 in. (137 x 90 x 
51.5mm); 16-9/16 oz. (470 目 }, without lens and battery 
Optional accessories: Minolta Auto Electroflashes, 
Motor Drive 1,Auto Winder G; MD and MC inter¬ 
changeable lenses, and applicable Minolta X-series SLR 
system accessories 


Specifications subject to change without notice 



CARE AND STORAGE 

• Always keep your camera in its case with the lens 
capped when not in use, or with a body cap on when a 
lens is not attached. 

さ No part of the c^nera should be forced at any time. 

さ Never subject your camera to shock, high heat, high 
humidity, water, or harmful chemicals. Be particularly 
careful not to leave it in the glove compartment or other 
places in motor vehicles where it may be subjected to 
high temperatures. 

• Never lubricate any part of the camera body or lens. 

• Never touch the shutter curtains or the front Inside 
part of the body or blow against them, as doing so 
might damage the alignment and movement of either 
the curtains or mirror. 

鲁 External camera and lens barrel—but not glass- 
surfaces should be wiped with a clean, dry, or silicone- 
treated cloth now and then, especially after using near 

salt water, 

• It is advisable to operate the film-advance lever and 
release the shutter once or twice from time to time 
during extend 泛 d storage. 


参 Never touch lens or eyepiece surfaces. Remove ^ 白 ose 
matter with a blower brush. If n 泛 cessary ， clean with a 
soft, clean cloth or special photographic lens tissue 
which may be moistened with not more than on 貪 
drop of a quick-evaporating fluid cleaner specially 
compounded for photographic lenses. Never drop fluid 
directly on the glass surface. 

• it is recommended to have your camera cleaned once 
per year at an authorized Minolta service facility. 

•け the camera is to be stored for a long period of time, 
remove the batteries and keep in a coo し dry place away 
from dust or chemicals, preferably in an airtight con¬ 
tainer with a drying agent such as silica gel. 



If you have questions concerning the oper 吕 tion of your camera, feef free to contact your local Minolta agent or 
distributor by writing one of the offices listed below. 


Minolta Co" UcJ. 

Minolta GmbH 

細 no ! ね France S.A. 

姑 inolta (UK) Umited 
Minolta Au かお Ges. 

Mine 化 Camera Ben お ux 6 义 
Belgium Branch 
Minoita (Schweiz) AG 
Minolta SvensKa A8 
Finland Branch 
Minolta Portugai Limits 
Minolta Corporation 
Head Office 
Los Angeles Branch 
Minolta Canada わ c ， 

H 礎 d Office 
Vancouver 夏 ranch 
Minolta Hong Kong limit が！ 
輔 n 毎 Ita Slnga|»re (Pte) Ltd. 
Shanghai Minolta Optical 
Products Co., Ud. 


3-13,2-Chome, か cue 扣 -M がが， Chuo-Ku, Osaka 541 ぶ 56, Japan 

Kurt-F 换 her-Strasse 50, D- 22923 Ahrensbu 呼 Germany 
365 Route de Saint-Germain. F- 78420 Carrieres-Sur-S^ne. France 
7 Tanne 巧 Drh^. Bla 快 ! ands. Milton か ynes, MK14 5BU, England 
Amaiiens 約 sse 59-61, A-1131 Wien, Austria 

Ztxinebaan 39, RO. Box 6000. NL-3600 HA Maarssen. The Netherlands 

Kontichsesteenweg 38, 巨 -2630 Aartselaar, Belgium 

押 edstrasse 6, CH-8953 四がか on, Switzerland 

Albygata 口 114, S-17154 み ) Ina. Sweden 

Niittykatu 6 PL 37, SF-02201 Espoo, Finland 

Av. do Brasil 33-A. P-1 700 Usboa, Portugal 

101 W 出白 ms Drive. Ramsey, New Jersey Q7446, U 夕 .A, 

11150 Hope Street Cypress. CA 90630, U.S.A ， 

泌 9 Britannia Road East. M^sissa 姆 a, な!お to L4Z 2H5, Canada 
230-3771 Jacombs Road, 巧がのなお， B.CX V6V 2L9, Canada 
只 00 rn 2 朋，るち Eastern C^t 節 1 猜 5 胤が s Rc 治 d, Quarry Bay, Kong 
10, Teban Gardens な餘 c が it 如 gape が媒験 23 

满 8 Minolta Road, S<x^lar^, Sianghai, Qwa 
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9222-2033-11 
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